Complete Guide to DHA Exam: Everything 
You Need to Know 


The Dubai Health Authority (DHA) Exam is an essential licensing exam 
for healthcare professionals who want to practice in Dubai. It is a part of 
the process required for obtaining a work license from the DHA, which is 
the governing body responsible for regulating healthcare services in the 
emirate of Dubai, UAE. This guide provides an in-depth look at the DHA 
exam, its process, eligibility, preparation tips, and much more. 


1. What is the DHA Exam? 


The DHA exam is a professional qualification test designed to assess the 
skills, knowledge, and competencies of healthcare workers. The DHA exam 
is compulsory for healthcare professionals seeking licensure to practice in 
Dubai. The exam is part of the credentialing and licensing process, ensuring 
that only qualified and capable professionals are allowed to provide medical 
services in the region. 


The DHA exam covers a wide range of healthcare fields, including medicine, 
nursing, dentistry, pharmacy, allied health, and more. It evaluates 
theoretical knowledge, practical skills, and professional ethics in the 


respective field. 


2. Who Needs to Take the DHA Exam? 


Healthcare professionals who want to work in Dubai must pass the DHA 
exam unless they are already licensed or recognized by another regulatory 
body. The following categories of professionals are required to take the 
DHA exam: 


¢ Doctors (General practitioners, specialists, surgeons, etc.) 
«e Nurses (Registered Nurses, Nurse Practitioners) 
e Pharmacists 


e Dentists 
¢ Allied Health Professionals (Physiotherapists, Radiologists, Medical 
Laboratory Technicians, etc.) 


The DHA exam helps ensure that healthcare professionals meet the 
standards set by the Dubai Health Authority and are competent to work 
in the region. 


